‘Albrecht. 


Kommunikationstechnik aus Norddeutschland 
Declaration of Conformity 


Herewith we declare that our product: 


PMR 446 transceiver " Tectalk" 


corresponds to our Technical Construction Files and Test Reports and is conform to all 
relevant essential requirements of the R&TTE-Directive 1999/5/EC, issued March 9, 
1999. According to Annex II (receiving part of the product) and Annex IV (transmitting 
part of the product) of the R&TTE Directive we have involved the Notified Body 0499 
(SEE Luxembourg) and mutually agreed to use the following european standards to 
demonstrate the conformity of the product: 


Radio and Spectrum engineering parameters: ETS 300 296 
Electromagnetic Compatibility EMC: ETS 300 279 
Electrical safety (without application of voltage limits according to Art. 3 (1) (a) of 
R&TTE Direktive): IEC 60950 / EN 60950 (1997-11 with A 11 (1998-08) 


The authorities of following EU countries have received notifications: 
Austria, Belgium, Danmark, Finland, France, Germany, Greece, Ireland, 
Luxembourg, Netherlands, Portugal; Spain; United Kingdom, and 

the non-EU-countries Croatia, Czechia, Iceland and Switzerland 


Company, placing the product on the market: 


Name: Albrecht Electronic GmbH 
Address: Dovenkamp 11 
D-22952 Litjensee 
Contact person: Dipl.-Phys. Wolfgang Schnorrenberg 
Date: 28.6.2000 


Wolfgang Schnorrenberg 
Albrecht Electronic GmbH 


